DRG. No. 


FIRST USED ON 


THIRD ANGLE PROJECTION 


(p) 

TITLE 

C’ (HRM250) 



COPYRIGHT 199 

ACORN COMPUTERS Ltd 
FULBOURN ROAD 

HERON ’ 

MAIN 

PCB 

CHERRY HINTON 

CAMBRIDGE 

CB1 4JN 

CIRCUIT 

DIAGRAM 

Sh t 

3/3 
















































